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2.40 lb) I?) REPEAT 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS). 

•*‘A female Maltese {#40 1 had c uiid up or mci-: cl re.- tooth Trier o was a heavy bin d up of ye* 0 % ■: n b f own tc car* 
hrowr lo grey rualer Hi on -ha laelli This ahnn-rmal build-up ol material covered the man. ly ol Ihe “oath and 
extended nto lhc gum 1 no. Moat of Iho gums wc c leadened and mllamod. Thoro was a creamy, whitish material 
along nr- gum lira The abnormal build-up of material on the leeln can cause damage to the gum tissue anc loath 
structures. This can ae painlul. may decrease the dog's ability lo eat normally arid negatively impact line overall nealll 
of he- an mat. T he hccmsco must have inis animal's mouth and leelh examined in order 10 ensure that an accurate 
diagnosis >, made and an appropriate dental treatment plan is developed and fo lowed. The licensee must develop 
ard eslabisli an elleclivu denial care program as part ul I lie overall program til veterinary care lur the animals in I i it? 
facil ty The licensee trust ensure that al : animals receive adequate veterinary care al all times. 
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Inspection anc exit interview were conducted with the licensee, Erika lb sner VMO, and Chad Proctor ACI 
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2.40 (b) 12} REPEAT 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS). 

A male deg iA122} was occasionally eking its id: rear loot On closer observation, the inner pac or the left ieo r loci 
nad a 'Rddeneci, swollen pea size nndu e on Ihe sine nt the pad The licensee was not aware x Inis erms cordiiion ( 
art I it was pointed out. I his dog s condition cou d bo due to injury, infection ane/oi anerncr veterinary rrtcdica 1 / 
condition 'which coulc be panful. The licers.ee must consult a licensed voter narian anon: this dog n order to \ 
ensure Ilia! an accurate diagnosis is obtained and an appropriate "realm anl plan is developed arm followed. The \ 
iccncc-c must ensure that all animals receive adequate veterinary care at a i limes. 



The veterinary care lor female Maltese l'J/40} from ihe 2/9.'2016 inspect on has been addressed 
Inspection arm exit interview were conducted wild Ihe licensee, E II Heine ACI and Chad Procter AC I. 
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2.40 i by 

ATTENDING VETERINARIAN AND ADEQUATE VETERlj 


HRECT NCI 

IARY CARE (DEALERS AND EXHIBITORS). 



A fo r ale Pekinese (#83) was nedmp up no* e J t rear leg wnn e star ard favored the lelt rear oc *vh e walking 
On closer observe! nn. the inner m dole pad m Ine fR mar fnol was rerldened and :-wnl err. Tne-e was a lesim ir 
Inc iv ddlc-ot mis swollen pae lhal went the -.vium o" the swot or oad I he edges cl the of the osier had ye cv. sli 
nn around the edges Tne licensee stated he noticed this cog imping a week or two ago When asked if mis cog 
was term virg Iraanneri* Ihe licensee rep ied r, ic ' anti also ■■aid had riot contacted liieir veterinarian about llna dug. 
This dog is currently not receiving treatment omd is currently showing s-grs of discomfort. This cog s condition cou'd 
he due to injury, meckon and-T.r anoiher veterinary inert nl condition which con'd be painful. The licensee must 
have this art mal examined by a licensed veterinarian ir order lo ensure that art accurate diagnosis & obtained and an 
appropriate treatment p an ■& developed ai d fo ! 'owed. Tne l con&oo most ensure lhal at animals receive adequale 
vete ’inary cere at all limes, 
to bo ccrrecloc by October 10. 2015. 


Inspection anc exit interview conducted with licensee anc Chad Proctor ACI. Verbal instructions to have inis cog 
Keen by a veterinarian were giving at the time of inspection. 
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2.40 ib> (2) 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS), 

* w *Two dog.-:- had eye arable ~~s that reeded to be seen oy a veien n&rian The right eye ci an adult, 'em a e English 
Bulldog named Sydnie* :m ': .# OAO 1 (573800) had a cloudy : nrriea redness in Inc conjunct iva. ant: a nick discharge 
I on the Lfj i he fight eye o 1 an adu I vmau Lngiisn Ujlldeg named Va onl no (live# GAO 2C21 : J1 3) had a c oudy 
cornea non a Inick white discharge Th e deg has hac ongoing problems lor several months with that eye and 
respcrids lo trualniRUt. but the p-oblems reoccur when. treatment s slopped. Tiie Atlarvdincj Veterinarian tc d the 
icenoc-c that eye r ay need surgery il problems contincued bul the licensee no:- no: returned the dog tc the 
vetfi'irar nr despite the reoccuring problems. Eye problems can be pamfi.il, can progress rapidly, and can resnil in 
uss cl vis on. Thu licensee must have louse dogs examinee by a vulermarian fur diagnosis and treatment. 


“Two dogs had skin problems “hat 


lo ho F.fien by a veterinarian Ar arlyb. maifi English Bullring named 


Wullea im/c# 0001 CC5E3) ii<_u e. 2 iruh by 4 men lesiun un liii 'a-ie me area hue oat somu hair ai d Hie n 
was rocdc-ncd and seemed greasy Toe Atterdmg Veterinarian had examined this cog or 5 23* ‘5 ard noted sXm 
problerrs at that time. Her recommendHlion was tn treat the dc-;i with chlorhR* dinfi arid cephalexin when these 
conditions occurred fho deg was currently doing treated with only chlot hex dine and did not soem lo bo impioving 
An adull female Fng r.h Rn dog named Krispy Kreme :m c# OAG 167396-7) had a 6 nch n diameter area over her 
rump that was rn ssing suth hair arid hac ’ud. greasy skin. Toe Ircensee was treating Ihe lesion with only iedine. 
Skn problems can oo pamlul and can be an indication el an underlying medical conditicn The iccnoeo must have 
these dogs examinee and treated hy a veterinarian. 


TO BE CORRECTED BY FEBRUARY 2, 2016 
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The inspection and the oxi: dieting were conducted with the licensee and with •: 
MO Cepl ol Agriculture. 
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2.40 lb} (2) 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS). 

There & a female Shihizj jtt’iQ that fas an irjured lob eve Inal is da'k 'cd in color and swollen and voy bloodshot n 
lip. -h-c.irpoir the while ci* ine eye. and n the renter of the rynba I. There is a sma I : ircular protrusion ir the center 
o" Inc oyc that sac Id be a tea- or pcsj aio puncture ih at ccjW ac the source cl the n.uy or tosu l. I m-j is possibly a 
record injury and had not been observed by me i censee until the inspection, and has not been treated This s ame 
lei Male bad a Urge bui dep ol browr natenal or ner leeln with swollen arid red gums due lo in II am ration. Thura 
wore 2 areas on the gems whore they wc-c blood mg slightly around two teeth c oo to Inflammation 


\XtfcA 


11 its iinpciiartl that all injur uy are identified as- yocn ay puyy'ule and proper diagnosis arm irealrrryr l is providad Id 
decrease ihe pain cr discomfort lo lhc animal. 

1 he licensee needy tu contact tha attending veterinarian lor proper diagnosis and iraalmanl of Ihe eye. 

Tn be nnireden by J uly 9, 2015 

The licensee put a call out lo ihe attending voter narian by the end ol the inspection. 

Inspection ann exit interview nonducted with licensee 


Prepared By: 
Title: 


ANNMARIE HOUSER. A C I 


\m 

\esY 
<^ 5 e 

\)a^ 

V<fc\ wc 

&o\o\r, 

£vv\aAV 
r)CO-V\ivs\DVT 
' \w CCYvVCX* 

VdvwVcVvxP 

oh bcoum 
\^aVx-\a\ 

QY\ \€j£.h\n. 

S\M0\V3n j ie.cS 

^VxVYVS 


AN \ MAPI F HOUSE n, A C I 
AN IMA CARE INSPECTOR 


USDA, APHIS AnmalCare 
Ifiopecto' SC 1 !?? 


Dale: 

Jul-09-2015 





USDA - APHIS - ANIMAL CARE - DETAIL 


https://acissearch.aphis.usda.gov/LPASearch/faces/Detail.jspx 


USDA 


cSC£U\|YlvA^eS^ * 

V/VL j 

£Y\c\c&\MtS 


United Slates Department of Agriculture 
Animal and Pfanl Health Inspection Sardine 

Inspection Report 


10*CDM 

13915(7356143551 Insp Id 


Peggy Pierce 

Pierce'S Kerne s 

Customer ID 4152 

b4’J W PI re SI 

Certificate 46-B-0273 
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Site 001 

Type ROUTINE INSPECTION 

Date May- 12-20 15 


3.1 1C) (3) 

HOUSING FACILITIES, GENERAL. 

* There is a m xi jre of d> r l. gre ase and cine' excreta cn one liderg ass wall baarc One dog is in contact with the 
aflficted wall hoard located in shelrared housing. The Hhecled area cover.-: approximately 3H :r: 40 pa'carl of the 
total wall surface It indicates an unsanitary living condition exists that ccjld cad :c* potential thsoaso oi health risks. 
Spot cleaning daily and sanitation of al ! surfaces is necessary to prevent an accumulation of excreta and other 
disease hazards. The licensey must ensure Inal all surfaces are spol -Cleaned daily arid sanitized al least once 
every two weeks or more often if needed m accordance with seclion 3 1 1 D Corroci by 5/20/15. 

3.11 lc) 

CLEANING, SANITIZATION, HOUSEKEEPING, AND PEST CONTROL. 

• There is an overgrcwln o* weeds around ore sheltered building housing 10 dogs . The weeds were estimated to 
be tou* to live fuel n height This couid pTivide a living area fnr indents, other pests ar vermin. The licensee must 
corhoi all weeds so as to laelllalo cleaning ol the premise and pest conlrol and lo protect the hoa in and well being 
of me dogs Correct by 5''2$T5. 
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" Cobwebs end dusl ware observed oottecing on tnp ol wood ore by ^xss chicken w re fencing and hem lamp 
urotectors ir: three enclosures. The affected areas are located in the west sliellurad auilcmg housing six doge. It 
indicates unsanitary living conditions exist that could impact the health and well-being of the dc-gs It indicates a 
potential living area exists for oilier pests. The licensee must ensure all areas rd the facility are kepi clean In facilitate 
normal husbandry pracl ices and lo protect the hoa hi and well ‘being ol the doy^. Correct by 5’2D'15. 

' The facility inspection and verbal exit briefing done or IV12/15 were conducted with ihe I censee. 

* Copy of the inspection report was sen: by certified and regu ar rrai . 
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Peggy Pierce 

Pierce'S Kenne s 
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T ype ROUTINE INSPECTION 


Date May-19-2016 


2.40 (b> (2) 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS). 


• One acull gray and white male named Darla •; number C4- t i and ore adult alee and wh to male named Randit i 
number 507) were? observed to have an abnormal, rpese ship appearing gar. The licer?f?e Haled thal b:rh S h h 
luo : Biehon cross dogs were approximately two years in ago Whun walking r e ber o oi Hex :e :i j back leys el bo:l 
dogs were observer:. In addition Inn ban-: leg- of ncln dogs won d ex lend slm got lor ward nr.1 cufwarc r wnen 
ottemotir g to w.-lk Each dog would elevate one of I heir back legs ane ul.-i e r o weight u\ I when they slopued 
wain ng Wnc-n rest ng he elevated back leg woud extend lor ward to an esn "*a:cd *5 degree a g o anc stay hat 
way unrii *hey started walking. Tbs licensee slated that both rear. were barn wbb ihis abnormal gait from a pnwder 
she appl.i'c to oohi doy^ dams. I he attending veterinarian had nut been ucnaulled nor had any treatment been 
provided at iho lime of inspection Fool problems can be painful causing discomfort whe-n the dog has te place 
weigh! on fhs alfncled fnnf. II can alionl the mobility and daily activity rd fh deg The linfinsne must have bolh 
animate uxammed by a veterinarian and appropriate treat muni plan administrated. I lie outcome ul Hits examination 
must be documented and provided to the inspector upon request. The licensee must ensure that all animals receive 
adequate veterinary care at all limes. Correct by fi«'2/t S. 
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3.1 (c) HI (ii) 

HOUSING FACILITIES, GENERAL 


• A sne-et cr I in with a horizontal tear estimated to bo lour inches in length was observed along tbe lower right hand d 
ore enclosure. The tear was jagged and sharp n appearance and was Lined nutwards towards the dogs. Three 
dogs arc in contact with the attested area which <s located on the west outside wall ef Inc east sheltered building. 
.Jagged edges win sharp points could cause potential injury. Tbe licensee must ensure all surfaces -are free oi any 
jagger: edges or sharp points that might injure the animals. Carmel by G/Z'IG- 
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Inspection Report 


Dawn Troupe 
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HO. Box 125 
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Certificate 73-A-2675 
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Tyco ROUTINE INSPECTION 

Date Feb- 18-201 5 


2.40 itv (2) REPEAT 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS), 


- In ihe sheltered fac* lity, “Ziggy," an 8 year o ! d dappled Dachshund ma s (IQ * QAQ 1 7 G 5230 i had nr excess ve 
buildup, of a dark brown material or* ihe teeth exlerdinp up into the n .jiii line. Mosl of ihe "e.eth cow d not no 
v sualized 1 1 e gums were swc ion and reddened. I here was c. yui aw, uiuu • y material a eng :ho guru Imu near one 
of nr nr rie cheek lee-in no me dght cide ithe large errnassia tooth) The buildup af abnormal material an leelh with a 
discha'ge at Ihe gum lira can be pairlul. impact the ability ol tire dog lo eal normally, and harm Ihe health of the 
ammal Toe : ceases must have I nis animal examined by a veterinarian to obtain an accurate diagnosis and 
ippropriale Ireotment plan. The outcome of Inis consultation must ne documented and provided In the inspedor noon 
request. The licun&M mud ensure liial all animal -- receive adequate veterinary care at all limes. 

In the- sheltered pci on located behind the licensee’ s home a red female Chow Chew named ‘Pearl’' had a •: ear 
discharge surra irding .-.rid draining from both eyes a nr down her face The discharge nnrnntetsly circled each eye 
ur d ran duwii her face toward Ihtr munte. ’ lie iuuiscu slated that Pearl's eyes had been that way since aha was a 
puppy out no documentation could be prev ded from the attending veterinarian indicating a pre-existing condition, 

Eye discharge ran occur due to infection, allergies, injury, irrilalim nr other men ral conditions that could be painful, 
the licensee must have this animal examined ey a veterinarian to obtain an accurate diagnosis and appropriate 
treatment plan. The outcome cl this consultation musl he documented and provided :o the inspector upon request. 
The licensee must ensure liial all animals receive adequate veterinary care at all tmes. 

One outdoor enclosure contained mice adult Scotl sh Terriers, two females and one male. Or e back female 
named. J Teddy Ren " -1 appeared lo he very r ore and sti f F when try nr. to wn This could be an indication of an 
altercation between cue or more ul Ihe oilier cues u the enclosure lit ye art indication of health issues. I eddy Idea- 
lise* had fecal mater n coaling ne< bottom ama indicating a guich release o i feces associated w in fear c ' nti«r dahoo 
f-nm another nog or diarrhea. Thn sTf, sore- oof.i ire indicates a haahh iff m and Ihe underlying cau.-e musl be 
dolor inou cud udcui^ec. II the d agnosia is sirmuii duo lo I yiling then the sucml hierarchy ul tli s group docs 
nol acco nmodate these two palieu ar females with inis particular male The licensee must take this animal to a 
vfitE r inar an ard nsterminB the underlying problem and observe and establish appropriate compel hilly between 
mating pa is In order to prevent luturo Injury and maintain compatible groups at all times 
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Down Trouoc- 

Rnberl Troupe Customer ID 330045 

P 0. Be* 125 Certificate 73-A-2&7S 

Dibdle. 0< 73031 

Site; 001 

•:vwn s -oocftT Tnocec 


Type ROUTINE INSPECTION 
Date Aug-06-20 1 5 


3.1 (a) 

HOUSING FACILITIES, GENERAL. 

At I me of inspection all outdoor enclosures cl the tar on ilc mg hous n© iwenty five adult do© s nave holes dug in Inc 
did 'lonn The hn'es range in size Irorn six inches to turn lee* in depth arid a fnol to three feet ri circumference. Some 
of tnc motes arc located next to the enclosure fencing botwoon the pons. Some nous arc dug oacK underneath the 
concrete al ow ng rough edges to be exposed. Tne he es are large enough that a dog code become entrapped if 
concrete cracks and eti lapses intu die hole or il the did collapses. This allecls the ability: of enclosure I coring to 
cor lain me dogs securely It could cad to potential Injury if the c og s try to escape under the lone no or il meter a or 
dirl collapses Vfectinfl the safety end health nl the dogs. The licensee mist ensure all enclosure dirt (boring if, kept 
n euo'J repair to Protect llie dogs from injury and eenta u Hie dogs securely at all times. To be eu, -reeled by 09-30 15. 



An exit interview was conducted ay Cathy Niebniegge, ACL Brittany Light, ACL and facility representative. 


£;x^os>w^ 

Cjo nCJxefc- 

£dqcs. 

WoVfiA 3v^- 

\3T^ 

A:V\a A* cSlx\^ 
cav\ 
VoecoWl^ 
tflYvViav^ 


Prepared By: 
Title: 


CATHY NIEBRUEGGE, A.C.I. 


CATHY NiFRnUFGGF, A C I 
AN IMA CARF INSPECTOR 


US D A , A P H IS, Ar imal Cam 
Inspector 4031 


Date: 

Ai>g- 1 0-2*0 1 5 






USDA 


United Slates Department cl Agriculture 
Animal and Planl Hen In Inspection Service 

inspection Report 


KUMMnGIMM 

5D15C9C7-15D97U ir=p id 


\Vttc>vn.pV^ 


2.75 I a} il> 

RECORDS: DEALERS AND EXHIBITORS. 

- Official USDA dog on hard sheets ;70GS's) die •c: have a cc’oiete l -:l np of gi dogs on the premise When the! 
records ard rings at I he facility no riot maid" I makes line rscort; incomplete. Complele ard accurate records are ' 
needed lo ensure each animal' s identity can be known with certainly ane lo tacililate the ability to tiace dogs, ( he 
icensee most mainto n records which folly disclose all information concern ng each Cog n their possession The 
licensee must mainta n comp ate arid accurala records ol all dogs at al lirr as al their facility. 

Cnrrecleri by l I March 9015 


3.11 io: 

CLEANING, SANITIZATION, HOUSEKEEPING, AND PEST CONTROL. 

■ n the sheltered enclosure with concrete runs there ‘was an excess cuildup o ; animal waste cover ng 40-50“ i ol 
tne concrete runs ard n J the ndnor part or ard bending. I ha licensee slated Inal the sal d wasle had been 

removed rear days pilot to the inipeoi or . i ecu waste bu letup 'educes available fleer surface area that the dogs 
have access to Animal waste collecting under ar d around cogs creates an unsanitary condition ard could lend lo 
potential disease or health risks lor lire dogs The potential fer increased insect ar d pas' inleslalion exists when 
animal wasle is not removed In a timely manner. The potential for respiratory problems c* si when the dogs are 
subjected to the continual smell nl animal waste that is collecting under and around them. Removal of ar me I wasle 
Irani the runs and ins de l ie shattered facility mu si occur daily lo prevent an excessive accumulation “.fiat could cause 
soiling o? I he* dogs contained in the primary enclosures ard to roc uce disease hazards, insects, pests, andooors. 

The licensee must ensure that all excreta is removed from the primary enclosures on a daily basis. 

Corrected by ?G February 2015 
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DEBBIE CUNNINGHAM, V M O 


Prepared By: 


DFRRIF CUNNINGHAM, VMO USDA, APHIS Animal Care 
Title : V FTF Rl NAP V M F D 10 At OFFICER Inspector 6072 


Received By; 
Title: 



Dole: 

Feb-20-2015 


Dote: 

Feb-2'0-2015 


Ilisp « ction Rap olt Explanation: http : / /WW. aphis .us da. go V/ awnialjiJ.relfal-e ,i dovnlo ads /IFLEHplaliatioli.p df 





USDA 


United Slates Department of AgncuiUre 
Animal and Pl-s.nl Health Inspection Se erica 

Inspection Report 


:ul:k 

291 5t2-1529061 6 ir*p Id 


Sarah Young 

Clear Sp'ings Kernel 

Customer ID 7658 

371 £ Cc Hd 

Hardy , AR 72542 

Certificate 7i-A-06~6 

Site 001 


SARMYOlNG 


Type ROUTINE INSPECTION 

Dale Jar -28-2015 


2.40 lb} 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS), 

The cornel facility cons sts of one indoor whelping building one m outdoor ground housing areas Ore cl those 
auldcor ground housing areas is aMHcned In rhe axterior snuthern sde of I no whelp rig building. In hie waste-n rnosl 
orcics jio in this area there is cm tomato' wire & lemon in color lhal is two years c d Chihuahua, ch u #OA01 7950SE 
“he irim.il was nte?mi:tenily nrt :gning during in r nsperion The animal reeds to be evaluated by Ihe allending 
vatednar an. The must maintain whiten uuc;miierita1ion ol Iha eval jatan arid a I IreatmeriE. 


A^fecif. me an ih 


Correct by February £, 2fl15 
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The inspection and ux I briel mg was conducted wl'i liie Rspresenlative. 


Prepared By: 


SANDRA MEEK, A.C.I. 


Title: 


SANDRA K MEEK, A C I. 
ANIM.A. CARE INSPECTOR 


USDA, APHIS Animal Care 
Inspector 404-0 


Date: 

Jar -23-2015 






ys^ 

United Slates Department cl Agricu tore w . HtriC 

Animal a no Plant Health I nspsclion Service 3?4 -ijc 32830D6DS irsp id 

Inspection Report 

Linda Raker 

Kenneth B,-:Kh' 

Customer ID 14626 

Krishna Uaker 

Certificate: 43-A-3415 

Ken 1 ynn Kerne i 

9114 Hwy A H 

Site 601 

1 r.ugg OG , MO fco-34 

umx r:Rr_-"i , jA a k^nneth owen 


Type ROUTTINE INSPECTION 

Dale Nov-19-201 - 


2.40 (b) l?> REPEAT 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS). 


■“‘A ma o red Rcoc'e named Turner (MCS 10 1 -605-060) has a r acetimu olion of do'k orown material ccatin-g the 
f*rl re s jr"d: f» d the upper r.hpek leelh. Teeth :-jrri gum problems can bp. painful, can ailed the animal h ab lifcy lo pal, 
ard can rosul m loom los£. The licensee must have this dog examinee by a veterinarian I he licensee must <eep 
records of 1 the diagnosis, treatment, and lollow-up care and must make these records avai able :o the inspector upon 
request. The iuensee inusl establish an effective program of denial maintenance lor all tiogs in the kernel 


*** ‘Three mes, a red male Poor. Ip (MOJMOI -fiOH flSO’l, a while ma e Bicbnn [MCifflOC: -759-54 17|, and a male *sd 
Houdle iMCrrGDG 782 377) al nave mallei: na r u l it : yys. neck, shoo ders anc uaoi covering at leas! GO parcel i! cl 
me body Matted han can cause pa n and discomfort, trap din dob ns and moisture and affect the skin it can foster 
F<ln infections, ahenl the animal s mobility nr ne able to dnlecPte normally- Malted hair dr.es riot maintain the same 
nsulal ng qual I us cl rvjrmaily groomed hair. I ho licensee must remove all mailed f un ard cslablish an ellectivc 
program tor cent maintenance for the health and well- Doing cl the dog 


i ho nspection and e* I interview was done with lacilily representative 
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Prepared By: 
Title: 


WILLIAM HEINE., A C I 


WILLIAM Q HEINE, A C I 
ANIMAL CARE INSPECTOR 


US DA , APHIS Annual Care 
I inspector 6056 


Date: 

lvov-30-?0U 







usd* 


United Slates Department cl Agriculture 
Animal and Plant Heaim Inspection Service 


351515t825D2fiS' ir<p id 


Inspection Report 


Ah&on Haw* ms 

HC 69 Bout 5fl0 Customer ID 55223 

Fin cy, OK .‘4543 Certificate' ?5*A'2i4S 

Site 001 

ALISON HAWKINS 


Type ROUTINE INSPECTION 
Dale Jar -20-2015 


3.6 (a) 11} 

PRIMARY ENCLOSURES. 

Or ihe south bu lo ng me east side l*as a center washdown that is part of mo structural strength cl the kennel as the 
c.hcjhs am allanheri to Ihe washdown. There is a broken spot on Ihe middle upright pipe where me washdowr 
•jiuKl-i loose*. this has let the- ooltom io« oi cages jag dewn ane ! e eepe waa'dow s curved tw *ieo w hi u lot or 
pressure on the p as*ir struct jre ”nis reeds to be ken: ir gcoc mpa r at ail times. 

This needs la he corrected to naintain Ihe shuclural Hirer gih of Ihe kennel and ta protect Ihe animals Irom injury. 

To do corrected by February 8 2015 

Exit interview conducted with teciliiy representative. 



Prepared By: 


JERRY WEST, A.C.I. 


JERRY I WEST, A, C l 


US DA, APHIS Animal Care- 


Dale: 


Title: animal CARE NSPECTQFI Inspector 4056 

Received By: I 


(b)(6)., (b)(7)(c) 


Title: 

Papa i or i 


Feb-06-2015 


Date: 

Feb-06-2015 
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USDA 


United Slates Department cl Agriculture 
Animal and Pla.nl Hen l'i Inspection Sfirvinn 

inspection Report 


(.ciawt 

281 141233210364 if-p Id 


Wallace Wag or 
Nicholas Wagler 
9997 E 550 N 
I oogootee, IN 47553 


Customer ID 3897a 
Certificate 32-A-O205 
Site 001 

WO OLXS ft WALLACE W'VtiLC 


Type ROUTINE INSPECTION 

. DatiPScl-O? -20 1 4 


2.40 lb} 12} I DIRECT NCI 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DJE 
DIRECT 


(LERS AND EXHIBITORS). 


t ar Via 5 


" Er An adult ma c chocolate Lab-ado* rcirovci idcnLihealion riunbor 2 ? was siiakmg hi& head rcpualadly Jeon 
examination, h r. er ear hac ■ copious wei watery brown discharge. The skin or the inside of the ear a opeared 
nftamed and oirik. The entire ear c:arial was .vet., as well as the fur at hie base and lower edge ul Hie ear. 


IMDIRFCT 


<jus do&<\ c 

i- \t\sY^ 

V S \ 


\n 


'“An adult ma o yellow Lab 'ado ' mlr ever identification number 5b has a scrape on the e't sde a* h i taco r oar the*, 
temple. II is approximately V* in. lonq and or 7 ng nlond Tie -err molars an noli sides cl rhe rlog s -a jlh have a 
greyiat biuwn malL-ia covcir y the majority of l a: surfaco nr d the yums auovi' tlio upper molars uiu ouek I ji.I i 
arc reddened a no swollen The cheek teeth or bolh tides have a grey soongy-iookino appearance at ihe base The 
dog body rant I or s h 'iintly Ihin. with the ribs easily seen. Hi-: r ghf ea- ar Inn: inside base o? Inn abe ol rhe e<sr 
near the canal has hickened sKin Inal ishu less. ptr-t. raw unc c si icokiry. lh sicsion 15 approximately 1 in. long 
■and Vi n wide 




t.C\V V\&"VV\ vcVienaA * f 7 C c5VXl\ V-Vv.tJV' -VVv \ va . Tvbs ms v\y 
■“An adult female bundle and wh le boxer identification number J4 was observed repeated ly ickirg her upper lip. j 
Upon closer inspection, ?, micksn^d p nk moist Ion < nr. as an vvns sesr. I ? approximately v:- in. long and ’ a in 
wide. Har fig'll ear also lies a notch iakuri oul ol tha tip that ia about Vi in. in diameter. It is a fresh cul that was 
deeding slightly. 


V<2.£AtsV\ Cn/\\\9 

These does have not been seen by a velerinanan 


Ear p r nhlems -nan no extremely painlul a nr: or itchy*, c:ari cause other health issues and alfect the well-being! of Ihe 
arimal 


Skin wl t Linds can be painlul and lead tc infection. 

Mn.Jth issues can be painful, make il difficult to eat. car earl tr> the development r.i Diner heallh 
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LYNN CLARKE, A.C.I 
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LYNN M CLARKE, A C 

USDA, APHIS Animal Care 

Dale: 

Title: 

ANIMAL CARE INSPECTOR 

Inspector 6074 

Od-06-20 14 

Received By: 

(b)(6) 

■(b)(7)(c) 

Date: 

Ocl-OS-2014 

Title: 
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USDA 


United Slates Department of Agdcu it ure , , IM1W 

Animal and Plant Health Inspaction Sfiivir.fi 2611412332HJW4 tr^p id 

Inspection Report 


3.3 lc) 

SHELTERED HOUSING FACILITIES. 

The sheltered housing 4 ac li:y lighting is tee c m 'here are severe ignt culbs that o'e ret fur cl onrg p'opefy ard 
IhfiTfi are nnl enough light tixturns lor Ihe s zfi r.l the building. The inspectors had to use a I ashlighl on many 
occasions lo bettor see the facility arid animals. 


L\ghV\l/jCj 


Proper I -ghling is impcrlanl 'or liie daily observation ol “ha animals, In ensure proper cleaning, and to lacililala the 
inspection process. 


The licenses musl ensure llial all lac lilies are we 1 1 1 to aid 1 11 mair laining good housy keeping practices, adequate 
c'oan ng, inspection of the animals, and lor the animal's well doing 

To be eeneclse by November 9, 2014. 

3.11 lb) (?) 

CLEANING, SANITIZATION, HOUSEKEEPING, AND PEST CONTROL. 

In inc- she loreo housing foe iity the race cl 0 . -’a 01 i<? ol the sc f feeders have a frownisn-blac* grime bin dup that 
ridicales they are noi bn rig cleaned and sanitized ollen enough. 


5Vie\\c\ts:\ 

Y\ov.\svm 

■Ado 

c\yw\ 


Proper cleaning and sanitization of feeders kills disease palncgens that could aHectthe animal ’s health. 

The lice nsee must ensure that all food receptacles are kepi clean and are samlacd at least once every two weeks 
with a method nrascrioed in paragraph (b) (3) nf th 5 ser.lir.n nr as often as necessary to prevent a buildup r.l grime, 
detins. loud waste, excrela. and other disease hazards. 

To be rnrrenlec by October 1 1. 2014. 


3.11 lb! 13} 

CLEANING, SANITIZATION, HOUSEKEEPING, AND PEST CONTROL. 

Ai nam surfaces 0 ' the onmary enclosures ir the facility are not oeing sanitized often enough The licensee staled 
nni r is sanitized with detergents approximately nr re a ’mth 


[£ c e&e£> 

XjcOJ^/ 


Sanitization of all hard surfaces in contact with the animals is important to kit pathogens and reduce disease hazard; 

The lice nsee must ensure that all hard surfaces of primary enclosures and 'cod and water receptacles are san l zed 
using either live steam inner pressure using hoi wafer of at east I fifl degrees Fmrenneil ;82.2 degrees Celsius} 
ard soap or detergent, or washing with detergent solutions and disinfectants or oilier products that accomplish tha 
same purpose, with a thorough clean ing of the surfaces tc remove all organ c material and mineral buildup and 10 
provide sanilization fallowed by a dean waler rinse. 






Prepared By: 


LYNN CLARKE, A.C.I 


I YNN M C l AP K FAC US D A , A P H IS Ar imal Care 


Title: AN IM AL C A P F NSP FCTQ R Inspector 6074 

Received By: I 


(b)(6), (b)(7)(c) 


Title: ■ 

Paoas sr a 


Dote: 

Oct-06-2014 


Dole: 

Oci-09-2014 
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United Slates Department cl Agricu Iture onramim 

Animal arid Planl Hen I n Inspection Service 303141344S40S9Z irsp id 


Inspection Report 

Dawn Troupe 

Rnberl Trnupe 

Customer ID 330045 

H O. Box 12 b 

Certificate 73-A-2675 

R ib rule 0< 73031 

Siie 00i 


■AVVU S -OBEPT TROCPE 


Type- ROUTINE INSPECTION 


Dale Qd-30-20 14 



2.40 It} IS} DIRECT MCI 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS), 

- t Ai the time of l'h& nspection there was an i ye nr old alack lemale pug oka "V attic* microchip number QA0?> 739?:; 

1 -hi hac bilateral onu ar discharge and m abnormal c:h I. The faci »l v* r Rpmsanta3ive slated she had not nohcp.d her 
eyes, or trie abnormal ga l M.JI j knuckled cmr or c dt l*c y »l lout when she waked. She a so hac bilateral ocular 
discharge Her eft eye appeared er ?rged and me ha r below me eye was caked w in crusty mateda Tne discharge 
hum belt* f*ye?v. way ye low lo green in color and Ihick ir’ apueur nr : e Gail Hbnum a I es cart be painlul. may be? dun 
1o undorly ng medical conoi ons ard ailed ihc health and well-being of ihls animal Eye discharge can occur cue lo 
inleci nn f allergies, injury, irr lation nr other men iraf conditions fhitcnuln be painful. 

Tu by curre-jlec by November 1 . 201-4. 

J 

-AI Ihe time nl I he inspection a female Japanese chin aka 'Yes hi" minronh p rum her fle57fl17r>2u had a 2 week n ii/ 
jLupy nuair y mid had an excessive buildup u* a car* browr material un Inc ;cu3* oxlur d uc up utc the yum I rie. 
Mosl cl the teeth cc . ic net be visua cod “he gums were swollen and reddened “here was a yellow creamy 
material h nng the gum line near one of I no urge cheek teeln on Ihe right sine (the large molar loc-lhi. The buildup nt 
abnormal mater a on teeth with a discharge at ihc cum I no can toe pamtul. impact Ihe ability at the dog tu cat 
normally, anc harm the health of |he animal. 

To be ccr reeled by November 27. 20 7 4. 

- At ihe rime ni Ihe inspection an 1 1 year old tern, ".la Ynrksh re terrier aka "Susie" microchip number 0640273 1 3 hid 
musl cl hyr teeth *er roved prior lo Ihe inspection and her Unyue protrudes oul ol <tr ncjlh However, lliere was an 
excessive bu* d up of dark brown mater at on the remain rig teeth -a -tone ng up lo Ihe gum lir e cn the left rear lower 
mn ir. The gums r i Ihis roa were reddened ard swollen. The buildun nl abr.nrma! material m leeln with a discharge 
at hie gum tine cun Lo uainlul. impuc! Llio ability cl the 'Joy to oat normally, and harm ihc health ol the animal. 

To be ccrrc-clec by November 1 0, 23 1 £ 
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Tfo lioen&co must have Shoso animals examined by a vatcrlranan lo obtain an accuialo d agnosia ana appropriate 
treatment plane. The outcome of these corsuHatons musl be documented and provided to the inspector upon 
request. The licensee musl ensure Inal all animals receive adequate veterinary care at all limes. 


Prepared By: 
Title: 

Received By; 
Title: 


DEBBIE CUNNINGHAM, V M O 


DFRRIF CUNNINGHAM, VMO USD A, APHIS Animal Care 
VETERINARY MEDICAL OFFICER Inspector 6075- 



Date: 

Qd-30-20 U 
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ysp* 


United Slates Department c-t Agricu \ are M „„„„ 

Animal and Planl Health Inspection Service 30314134454D63? ir«p id 

Inspection Report 


2.40 sfc: (?) 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS), 

The contents of iwo P5C nil ootiies ot Safeguard looc ed lor use in goals is being used 10 1'eat me t-9 cogs. Tnis 
product is nol tabelad lor use in dnqs. This medication is inte'ming ed with other products I hr. I are currently user! Hi 
lhc facility and aio therefore ready fo y use-. When drugs not labeled lot use cn dogs are administered extra labc . the 
results may net be known with certa n:y The licensee must ensure that all drugs used as extra label have been 
approved by the allending veterinarian and dosage leva's recorded on Ihe buttle. The licensee must ensure Ihat ail 
drugs used to treat dogs have oeon approved fer use by the attending veterinarian. 

To be correct by November I , ?ft 1 4. 

3.10 

WATERING. 

There were three a 4 Four water receotac es that nod on ogae loch ng s abstance in me” n the mo n kc-nre' 
building north of Ihe house. The receptacles h’h lonaled in Ihe indnor portion of the enclosures. There are 
approximately 20 dogs drinking he n those receptacles. T he icenseo slated that these receptacles were cleaned 
every 4 to 6 weeks. Coni am natsd water is no longer considered to be sale tor the dog to drink and could lead to 
peter; I hI health r sks. Algae and particulate malarial presenl ridicates liielack cl cleaning arid sanitization which car 
prevent Ine water Irem becoming contaminated. The licensee must ensure all water receptacles one Cleaned and 
sariti/ed mce every two weeks cr mere often it needed for Ihe health and weil-he ng of Ine dogs. 

To ba cctreclec by November 20. 20" 4 

3.11 io: 

CLEANING, SANITIZATION, HOUSEKEEPING, AND PEST CONTROL. 

At me time cl the inspection mere were rodent dropping* accumu atirg on the I oor ccncentratud arounc the 
edges in the vinyl Building anri as well as nn Ihe lioor abound Ine led bin in Ine load storage buildirg. Lank of an 
cflucllvo program that controls lodonis can create unsanitary conditions and lead to potential spread oi disease. 

There weren't any bn I, traps, or other means to control or eliminate the rodenls in these areas. The licensee musl 
establish an affective program at rodent ccntrol anil ensure ali radanl droppings are removed from the kernel area lor 
the health and woil-bo ng of ine dogs 
Tn be correelec by November 15, ?0 14, 






Inspecticn arm exit interview conducted whh lanility rep r Rsen1ali'/f3. 
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DEBBIE CUNNINGHAM, V M O 


DF RBI F CUN N IN G H A V , VMO U S D A , A P H IS Ar imal Care 
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Date: 
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USDA 


United Slates Department of Agncu lure 
Animal ric: Pl«n1 Hen In Inspection Earvine 

Inspection Report 


KMfcXViCU. 

259141350490270 Ir-p Id 


Sara Hulsnol 

Dngwond Kerne is, 

Cusiomc-r ID 

19624 

4Ci32 Dogwood A vo 

Certificate 

42A1036 

Iretnn IA 5 ! 037 


Site 

601 


Sara 

i Jisnor 


Type 

ROUTINE INSPECTION 


Date 

Aiug-26-20 1 4 


2.40 (a) U} 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS), 

The Program o' Vetennary Care not was presented to the msoc-clor is out o J date It was as: signed by the attending 
vatfi'inar an on 02 07/2(11 h. A written program of veterinary care is required when the attending veterinarian is 
employed an part lime bas s- n ardor to ensure lhal animals are provided with adequate veterinary cane at al limes 
The licensee must establish a current written program of veterinary care w. In the current attending veterinarian, 

Corrcciior dale 9/PS ; i 4 


3.1 ici 11} (ii) 

HOUSING FACILITIES, GENERAL. 

In me- lilth enclosure from the doerway, that houses at least i.vo cogs, the wro floor ng is proken one iw sloe upward 
towards tha cogs. The sharp end?, ot Iha wire can cause an rijury tc the dogs. The broken wires need to be 
fomevod, rap accd or aloiod In a manner so they no longer poao an injury nsk to We dogs. 

Correction dale 9/'CT 4 


3.6 (a} \ 2 ) fix) 

PRIMARY ENCLOSURES. 

The ereios .ires facing the doerway are made of * ny and have been excessively chewed by Inc- dogs This damage 
allows cm ann ‘c-oc waste to penetrate Iha surface nl the vinyi which nan result ir: disease hazards towards the dcqs 
Ho v nyl nodes to pc replaced or altered n a manner that allows for proper cleaning and sanltizal on of me one osuio 
every two weeks . 

Correction dale 9/17/14 

Exil ir lerv aw conducted w Ih lacihly rapresanlative 
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KELLY MAXWELL. A.C.I. 


Title: 


KFI I V J MAXWELl , A C 
AN IMA CARE INSPECTOR 


US DA, APHIS Arimal Care 
Inspector 6090 


Dale: 

Aug - 27-20 b 
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United Slates Qepartmeni ct Agricuiure 
Animal and Plaril Heath Inspection Service 

Inspection Report 


SVEKIC 

155147 1*9200875- ip=p id 


Sarah Young 
Clear Sp'inqs Kernel 
3 71 E Cc H U 
Hardy, AH 7?543 


Ouslomc-r ID 7658 
Certificaie 71-A-C&76 
S He 001 

SARA I VUiJNS 


Type ROUTINF INSPECTION 
Dale Jur -04-2014 


2.40 'tv REPEAT 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS), 



\jrvu\ 


C\\C 6 f ly 
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-In the outdoor nui typo hous ng area ihere o'e fc.ir adult Ch huahuas inroe females anc one male, who have 
excessive y nr;i it:* ri--.il-: which need to re c ipped. In I he housing area under Ihe open barn there is ore adult 
lemale Chihuahua with excessively long lot nails winch a ; so rood to be trimmed by ihe coaler, he dealer must ^ s 
grocm and maintain he an mate lo protect their health and welfare ana to protect them from njury I 

2.40 It: REPEAT DIRECT NCI 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS), 

In he kennel facility chore are a total cl five animals which need tc bo evaluated by toe attending veterinarian 

In the outdoor housing area which contains -rut type hous ng lhc-c are two adult dogs wh en need la bo evaluated by 
the attending veterinarian One animal is a ten year old Wale Pomeranian, chip #05 1309259 The art ma was first 
observed excessively salivating. Clever ooserval or »evea «d Ins an him did nol • :rve my leeln and :1a jaw done ar 
he left &de was partially m ssir g anc detached Vom the gums leav.ng rc bone exposed No heo h loards 
vailahle 

The second animal is a seven year old temac Pomeranian. chip & 0206ili34ti Ttic-an mal had green goopy 
disena-ge l r n " nr. In fryer, green and black matter on all teeth and Ihe gums -above ihe upper car ine loch pn he 
right sicu were blooding Nc health records, available. 

-In the Hams hut lype housing ar p.h there was another red female Pomeranian approximate y live years n ri, r:h n 
trQbi bi 2020 whicii was non weight boar no or 1$ ngnt rear log. I htunimals toenail on th s too: was tv. sled to ha 
- de nrd blcoc was present on the loe No health records -available ^ -V V\j VfyVeA "VcCY^aV^— VdVoOO 

J oM /c\Xfi> 

in the northern most sol ol outdoor grourd cnelosu'cs there was a Cocker Spaniel tomato approx malely two years 
old. chip it OA02303933. The rraale' s racorcs slated she had previously treated the animal tor ear m les nnri she O' 

slated il hud bean duped on May 20, 2014 Hu we vet during tha inspection Ilia art mats had goopy cranage Irum ils /■ V* 

ett eye. i hod four areas o* reddened skir with haH oss one scaboed over ^ 

br>t>\i A\r awnafiK -W otyi hFrP.V?. - <\/ua x^Ad^eA /WuV l nzf* . 
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areas on ns left shoulder and around its oar 

in the same sol but different or' closure there is a seven year ole lornaic Yorkshire torner, non i oadaolo chip, who 
had a ci rcu ar 'white area in the center of her eye white pupil No health records avai able. 

The dealer must ma ntam written documentation ol the evaluation anc all treatment 


3.6 


i a} 


fl! 


REPEAT 


PRIMARY ENCLOSURES, 


The fennel consists o’ multipie outdoor and one indoor housing area In ihe southern most outdoor g'c.md housing 
sren thera are five anclnsures wh : h have "■ kth I Irarning post whicn have pari arts Inal are broken with shan poinls. 

heso enclosures contain a total ol nineteen acSuil cogs, in the wholptr y building thuro a c raised wire bottom 
enclosures wh ch line the north ard south walls. A no a row of h jt lype enclosure? in the middle oi the room During| 
Ine inspection there were si>: enclosures along it s walls which nave Lntken protruding wires. These raised 
enclosures contained a total cl sever adults one oxlocn puppies. All broken pipes and broken wires need to be 
repa red nr replaced non maintained fn prelect the animals from injury and to protect their hsallh and welfare, 


3.11 lb} 11} REPEAT 

CLEANING. SANITIZATION, HOUSEKEEPING, AND PEST CONTROL, 
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The fennel consists o’ outdoor and indoor housing areas Throughout me kennel mo'c arc- enc ssunt-s whose "coo 
receptacles nave h bn id-up ol da r k inal'er an lie r sir -lanes. One toed receptacle is located ir Ihe hut lyne housing. 
In Inc v.hclp no oc doing there are uicjhi enclosures contain no a total of seven adults and th rty two puppies. In the 
fust set of outdoor ground enclosures there are seven receptacles which feed fourteen aduil dogs. Which need to be 
cieanec arid sanitized lu protect the food tram contamination, prelect the health and weilare of lue an inals ard 
facilitate husbandry practices. 


3.11 ic) REPEAT 

GLEANING, SANITIZATION, HOUSEKEEPING, AND PEST CONTROL. 


'feuv\duLp G-p \rodky\c.\ 

qtv\ -PtddcX JuLC-eJp^ £ c\c. s . 


I n me- v.heip ng ou tiding there are suriaces which need lo be cleaned and maintained. There o'o accu~ui aliens cf 
dii. tar arid or c:«ad nsecls and -nidfr webs nr Ins v> ndnw son s f one: osi.re lops and divider panels Al premises 
including buildings and i ji*oundiry grounds must be kepi clean and in good repair to protect Ihe amma s Iroim injury, 
lo facil late Husbandry oractices and to eliminate breeding and living areas for rodenis pest and vermin io protect the 
health ard welfare ol the animals. .. - 


rVfRCls Ihirty-lhree anulis and nirfry-one puppies. 
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Donna Snores 

Dnnri R Shores 

Customer ID 11946 

Puppy Love Kennels 

D R ’1 Box 1143 

Certificate 73-A-1675 

Coalgate, OK 74539 

Site 001 


COMMA AND lJONNIC SHORES 


Type ROUTINE INSPECTION 

Dale Apr-00-3014 


3.1 (c) (1} (i) 

HOUSING FACILITIES, GENERAL 

At time of inspection m building one pens one, three, ar.d five pens cn the soum side, outs do facil ly where Sltebas 
are housed Ihfi Iasi two peris al :ha sn uth end. outside lacilily wham the Gorgies and Shebas are housed pans two. 
luu' and eg hi starting al the south end, and ins do Inc big barn in one enclosure on the south side the motal base 
ron used to help support the enclosure pates and wire panels are showing excessive rust An estimated three toot 
section cl metal is rusted camptetety through on building one at llie aoltom ul the galas The ulhar rusted melal base j 
iron is al tho bottom o( tho wHc panels. Filteor dogs a'o in contact with the aHected support metal ease Excessive 
rust can ernde and delernrite all metal surfaces which affects the strum oral sfrenolh of the melal In addition, the 
ability lu pro test the animals 4 rom injury could bo questioned. The licensee must ensure that all metal surlaces are 
structura ly sound Kept In good repair and must protect the animals from injury. To be corroded by 05 D9 t4. 


3.6 (a) I?) li) 

PRIMARY ENCLOSURES. 

At ume of inspection n Building Fou f me first and Mth pons cn the west sice had n broken and protruding wire. The 
broken wire in one pen was up closer to the ten nl the enclosure and “he ether broken wire was at Ine bottom n 4 the 
enclosure . Four dogs arc in contact o t car como In contacl w in the- affected wiring. Sharp points oi edges could 
injure the dogs Tho licensee must repair cr replace all wire or wood surfaces to ensure ihe safety or health of the 
dogs. Tt: be corrected ay 04-20-14. 

An exit interview was conducted with designated person of facility 
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Dnub a D Kannel 
4732 N • 000 L 
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Customer ID 30031 
Certificate 32-A-0247 
Site 001 

■■I MV-: .■-xoan 


Type ROUTINE INSPECTION 
Dale Sep - 1 1 -20 1 4 


2.40 lb! (2) 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS). 

Tnc-re is a female Boxer *89 Inal had an injury to her ieit eye resulting in pinkish' red tissue protrud ng from the 
eerier ol Che eyeball. This tissue whh approximately a 14 inch ri diameter and longed tike a rupture nr a flinwh 
conung oul ol the eye with some weeping. The deg appealed healthy and jumping around, however ihe injury cr 
growth neon? to he seen by a veterinarian. The issue had not been noticed by the icensee until cur ng me inspection 
and the veterinarian was contested after the ir&pechnn was complete. 

There was a male Boxer If 1 34 that had mi til p!« lumps or growing nn the outside of his right and Ieit rear feel ttrd on 
the tep am: s des of his toes an Ins Iron t fuel. Trie lump fin his right rear faol ocalad or - lh.a outside tee was 
approximately 2 Inches m length and t'2 inch wide anc deep, was very roc and raw in appearance with some fluid 
around Ihe sore . The olher flashy tumps were heated over, or ruder in appearance 

It is imperative mat any injuries or growths are identified as soon as they occur and a veterinarian is contacted in 
order io decrease Ihe lime an issue can cause pa n or discomfort lor the animal, and in rrder fn decrease the 
chances of a ticataolo injury from becoming a chronic or mcuraolo hcadb issue 

The license*! needs tu coniacl the veterinarian lar proper diagnosis and Iraal merit as necessary as soon as health 
ssucs arc iconi 1 cd 



To be corrected by September 1 1 . 201 4 


2.40 lb> (3) 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS). 

Tn&rp is a female Boxer «89 tnal had an nury to her dt eye resulting in pinkish'' red tissue protrud ng from the 
carter ol the eyeball. The issue had nol been nnliceri by Ihe lirnnsne until d. trine the inspection anc if is unclear if 
Ibis is a now injury or if I is a growth that has boon on he eye '‘or some lime. 

There was a male Boxer #134 Itial t ad mull pie lumps or growths on Ihe outside of ilia rnjhl and Ieit rear 
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feel, ana on the top and sides ot his toes or nis front foel The lump or his right rear loci located on the out-: do toe 
whs approximately 2 nches in lengln and 12 inch wide and rleeo. was very red unit raw in appearance w in sen e 
liuid around inc soie . I he other t ushy lumps were healed over, 01 c dor ir* apaeararso. fho licensee had net 
observed ihese lumps on the dog until dicing the inspection The veterinarian was contacted ir 'ega'ds tc doth 
issues after the inspection was complete. 

!l is itnpc rtanl th at I he reqi i a-ed a nim als are observed da ly Tor any signs of i Inass or inj jry in order to prevent a 
ireaiable issue from becoming cfironic or causing any pain ur discomfcd lor any longer time period ihan necessary. 

The licenses needs fn observe line animals daily In assess I heir health and well-being and Inal the veterinarian is 
our dueled whop issues are iiterri I ud loi proper diagnosis ar d trealmonl. 

Tn t:-e ccrrenlec by September 12. 20 M 
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MARY FARINELIJ 
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type ~ RESCINDED- - 
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2.40 lb} 12} DIRECT MCI 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS). _ 

••***" A fe.T ale R .ill mastiif named Sal iy, 10*900 1 0900 i?dli 35 , was i am* mo ho di ng up her eft front i .mb whic a j 
appeared 1o have a reddened circular lesion or; the bottom of the index pad. The tee nails on this tent ere very short I 
and tho loo nails are roccssod behind the parts. The foot appears compicssod dorsal to plantar . i h s s an younger ' 
dog and Ihe owner staled this was a longstanding condition of approximately 5 months Toe an mat was bright. / 
active, and uteri- This animal r-ust he examined by a licensed veterinarian and health records must be main laired. \ 
Documental on must bo maintained lor any health iclalec problems and it must include the following inlormatlon 

- Identity o J Ihe animal. J 

- Descxiplions of Ihe illness or njury s 

Dales, details, and results of examinations, tests, and other such procedures. 

- Dales and other details of all treatments, including the name, dose, route, frequency, and duration d treatment wilh 
drugs or ether medicat e us. 

Fc ow-up exams to determine resolution of problem 



2.40 it} (?} 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS). 

***** During the I me of nspection, there was a 1 030ml bottle of Safeguard cattle and sheep dc-wo'mc-r For use in 
parasite ncntrol. This mecicalion did net have a prescription label or insl ructions ter its use. If Satequard is na noted n 
administered improperly, it car oe injurious oi ratal lo tho anmals and' cr owners and personnel Adequate guidance 
1o personnel trust be provided to those woo are involved in handling, cosing, and administering. . The licensee was 
using medications net approved lor use in dogs hoc net unproved by Ihe attending veterinarian. All medications rot 
approved for jgc n cogs must bo approved by the attending veterinarian and must bo listed on tho Program oi 
Veter nary Care ;PVCt, The mix ng instructions fit any), dosage, and c rgetiors for use mi. si also he listed on "ha 
PVC. 

***** The following medical answers past |he expiration dale: Cephalexin 500 mg- expired IS 12 
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Panacur 1 000ml bottle- Od-’tS, Amoxicil lin 500 mg exp-red 1 2#3-' 1 3 arid an expired ooBie cl Metronidazole 250 mg 
In addition 1h p.m was a rennmstifuted brnwn bottle ol an unknown si instance without a label with in- exp ration dale 
ard no laoelcd dosage or directions lot use i hose medical ans were Iniormlnglod with other pharmaceuticals trial 
are currently being used in the sheltered facility end ore therefore ready for use The licensee must ensure that all 
medical iixns used in Hie lauility are rut nxpireo and lauded ptupmly in auumdanca wi.h standard velerinary p ac.tic.es 
ard manufacturer's recommendations. 


3.6 la} (2) lii| 

PRIMARY ENCLOSURES. 

3 e <ai (2i ■: it 

■""Tho heal lamps hung ovei tho or closure with 2 twelve week c d Mastiff pupp us c d r ot have a wire gua 'd to 
protect the ouppies from thermal injury One other enclosure wilh an acuH female also had a heat lamp over Ine 
enclosure Inal did nut have a wire guard. ThaSe iieat lamps were hung approximately 3 feet off tha floor arid uuuld be 
touched by the cogs. Enclosures must bo constructed and maintained so Inal they protect dogs he r n|ury 


T I ii a alleuls at uasl 3 animals. 
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Irspenl nn and exit interview ennduntfid with facility representative 
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2.40 



ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS). 

" One gray colored aduil male Shih Tzu cross i No idertMication i has matted hair cn its oack, hindquarters, lace, ribs 
ard rear legs cavering approximately SO percent of Ms bndy. The malted hair is ba led and is tightly adhered to Ine 


sun. Mailed hatr can hap did, debris, and moislwe and cause pa n and discomfort, t can tester shin inleclions and 


hinder the animal s ability to move cr defecate normally Also, matted hgir does net maintain the same nsulal ng 
qual I ea ol r.urma ly groomed hair. The licensee must remove all mailed ha r and establish an effective program lor 
coal maintenance "or me health and well-be ng of me- dog Correct by 1 z>2'i4. 

2.50 (a) (1} 

TIME AND METHOD OF IDENTIFICATION. 

' There are six dogs that have no official idc-ntifical on on mem at I me- of nspeciion. The licensee is using cellar 
derililicaiicn r: n Ihe dogs al the facility. Official identifier I nn s needed lo ensure each animal s idanlily can he; knowr} 
with certainty and to facilitate the ability lo trace dogs. I ho licensee must ensure that all dags arc officially identified 
by cc Ian tattoo or microchip means. H the licensee uses microchips men a microchip render must be made available 
lo he inspector at lime of lacil ly inspection. Correct by 12'1S/1-1. 


2.75 I a} 11} 

RECORDS: DEALERS AND EXHIBITORS. 


' Official USDA dog on hand sheets (7005 5) had 1 8 cogs recorded out there were 27 adult dogs counted by the 
rispector When tha records ann drags al the I a nil ly dn ml match it makes Ihe records incomplete. Complete ard 
accurate records are needed to ensure each animal a identity can be known with certainly and lo lacil late the abii ly 
lo 1 ^ce dogs The licensee m jst ma main complete ard accurate records of all cogs at al i li mas at th eir facility 


Correct by 1: 2/1 6:1 4. 

• The facility inspection done on 1 1,'1A'14 and exit hr Rung c'nne on 1 1,'19,'14 were conducted w in Ihe censes 
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